Subject 



From: 
Sent: 



To: 
Cc: 



HolEoway, Jerry N [Je^y_N_H oiloway@rl.gov] 

Friday, May TO, 2013 12:0$ PM 

Frame, Susannah 

Walker, Russ; Britton, John C 

RE: upcoming KING 5 story 



Susan nah, 

Here's a clarification to our earlier response: 

Procedures for responding to ENRAF annulus alarms were in place as part of wo separate tank farm operating 
procedures in October 2011. An additional Alarm Response Procedure (ARP) was not necessary because AY/AZ farm 
ENRAFs alarm to the Tank Monitor and Control System (TMAC5) surveillance system which is monitored 24 hours a day 
and includes alarm response procedures. A second procedure also covered foltow-up response to EN RAF alarms. 



Jerry Holloway 
External Affairs Manager 
Washington River Protection Solutions, 
contracto^o the United States Department of Energy 
509fl || fa 



From: Frame, Susannah [mailto;sframe@k[ng5,com] 

Sent: Friday, May 10, 2013 9:25 AM 

To: Hofloway, Jerry N 

Cci Britten, John C; Walker, Russ 

Subject: Fwd: upcoming KING 5 story 

Hi Jerry, 

Exactly as we talked about before- that from 12:15 on October 9, 2011 to present, no ARP for annulus 
ENRAF in alarm exists, You responded to us on the phone and via written email statement that I am 
wrong. (It's posted on our website) - that "there is and has been an Alarm Response Plan ARP for the 
FNftAF" 

After you and John asked me on the phone if I was there when the alarm went off, I responded that I 
was not, but your shift manager was and he couldn't find an ARP. At that point I asked you lo please 
provide us with the ARP to clear this up and to date we have not received anything. That is why we 
made the effort to email and call again yesterday « 



Sent from my iPhone 

On May 10 f 2013, at 8:37 AM, "Holloway, Jerry N" <Jerrv N HoHowavfflrl.flOV> wrote: 

Please be more specific as to the date of the event you are referring to and the allegations you will be 




making, 
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From: Frame, Susannah r mailto:sframe(aikinq5.conn l 

Sent: Thursday, May 09, 2013 03:27 PM Pacific Standard Time 

To: Holloway, Jerry N 

Cc: Britton, John C; Walker, Russ < rwalker@kina5.com > 
Subject: upcoming KING 5 story 

Hi Jerry, 

As promised, I am giving you a heads up on our next Hanford story. It will air tomorrow night at 10 and 
11 pm. Like before, both stories will be the same. An online version will post sometime after 10 pm 
(maybe a little earlier) and they will probably run on Saturday during one of the newscasts. 

This story is about the lack of an ARP for a DST annulus ENRAF in alarm. We are including the statement 
you provided to us on this topic in the story. 

Thank you, 
Susannah 



Susannah Frame 

Investigative Reporter 
KING Television 
206.448.3876 
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